Aug. 20, 2001; Brewster, Massachusetts
4:30 AM. A small red light on a disc-shaped object, about three feet in diameter, quickly darted about in the witness's garden, whirring faintly. (Source: Peter Davenport, National UFO Reporting Center, Seattle, August 2001 archived webpage, report uploaded December 9, 2003. Cat: 2)

